Abolition and Disease
Finally, a comparison made between regulated and non-regulated military stations before and during regulation and after abolition exhibits capricious variations indicating clearly the negative outcome of regulation: (See Fig. IV, p. 376.)
Col Melville's analysis is as follows: " The most obvious fact is the parallelism of the curves. Though the curve for unprotected stations is on the whole higher, they follow the same general trend. They both, fall at first, and from 1875, they both rise steadily. Regulation did not keep disease down between 1876 and 1882; its increase in unprotected stations was proportionately somewhat less than in the protected. The marked Increase in the protected stations after relaxation of the rules in 1882 only continues the rise originating six years previously. Total repeal in 1886 is followed by a very marked fall in both curves, which, however, had
Statistics of the British Army.   Admission to Hospital for Venereal Disease.   Ratio per 1,000 of Strength.
Home                                               Home
Year                                    Army    Year                                         Army
1882 ......................246.0 1896......................15&3
1883 ......................260.0 1897......................1397
1884......................270.7 1898......................132.7
1885   ......................275-7     1899......................1224
1886   ......................267.1      IQOD......................Q3--J
1887   ......................252.9     roor   ......................105.4
1888   ......................224.5     1902......................122.7
1889......................212.1      1903...................... 125.0
1890 ......................212.4 1904...................... 107.6
1891 ......................197.4 1905......................90.5
1892 ......................201.2  I906......................82.0
1893......................194.6  1907......................71.9
1894......................182.4  IQ08......................68.4
1895 ......................173-5    IQ09......................ti6,o
375